CHAPTER  II.
GRAPHIC  RECORDS.

THE graphic method conveys to the eye at a glance by means
of a pictorial representation the general and local relationship, of
the different parts of a record with very little mental effort, and
leaves the mind free to make comparisons or draw conclusions
which it would be very difficult to do while endeavoring to
remember the relative values of exact figures.

As an illustration: The average prices of No. I foundry pig
iron for forty years is given by both methods in Table I and
Fig. 2.

TABLE L

AVERAGE   PRICES   NO.   I   FOUNDRY    PIG  IRON  AT   PHILADELPHIA
FOR   FORTY   YEARS.

The average price from 1860 to 1899, was $25.95 per ton/

Highest price touched Aug., 1864, $73.62 per ton.

Lowest       "        "       July,   1898,   11.25      "
Average price for ten years, 1860 to 1869, was $37.84 per ton.

Highest, Aug.,   1864, $73.62.    Average 1864, $59,25 per ton.

Lowest, Oct., iS6i,        18.62.    Average 1861,   20.25      *'
Average price for ten years, 1870 to 1879, was $29.60 per ton.

Highest, Sept., 1872, $53.87.     Average 1872, $48.88 per ton.

Lowest, Nov., 1878,     16.50.     Average 1878,   17.63.      "
Average price for ten years, 1880 to 1889, was $21.58 per ton.

Highest, Feb., 1880, $41.00.      Average iSSo, $28.50 per ton.

Lowest, May, 1889,     17.00.      Average 1889,   17.75      "
Average price for nine years, 1890 to 1898, was $14.30 per ton.

Highest, Jan., 1890, $19.90.       Average 1890, $18.40 per ton.

Lowest, July, 1898,     11.25.       Average 1898,    11.66      "
Average price for the year 1899 was $19.36 per ton.

Highest, Dec., 1899, $25.00 per ton.

Lowest, Jan., 1899,      12,12      "

Oct., 1900, price $16.00 per ton.